Attachment to Independent Case Review Report 
for CDRU # 591 Case File # 95-281661 . 



Material Examiner Malone (RQ). 



Remarks : 



INDEPENDENT CASE REVIEW REPORT 



Independent Review conducted by: _ 

Arc<s) of Expertise: $fa£A*I!> f^6t£AS 

Review commenood at: f?:QQP (Time) . tt£> (Date) 

f... — l—_».i >■!._■■ . . . ii ii i 

File*: q$T-M lt> bf 
Laboratory #(s): 



Examinees) & Symbols 

_ ^ Reviewed Not Reviewed , Reviewed Not Reviewed 

8.Q k d VQ □ k 

US ti K ' o □ 



TL a ?tf □ 

Materials Reviewed 

Tried testimony trai>50ript(s) of: t 

Testimony Date(s): July (p J ft } t^l Pages: SQ - /Oh 

Laboratory Repott(s): 

Laboratory Number _ 30/037 Date; l0't<}'$B 

Laboratory Number , Date: • 



Laboratory Number: Date: 

Examiner Bench Notes of: ?Pg><Ag> / 0.3 7 

Laboratory Number: . 

Laboratory Number: 

Laboifltory Number 



Page / of £~ 
Initials: 



j Was any other material reviewed? tf( Yes □ No *"~ 

If yes. please identify and/or describe the material: Lis TTiffL PCorA &i4,&M\TriQ6r frb&JCy 



File U: 



Results of Review 

Item or Specimen ff Reviewed: & I f Q 2 -) <9 €}% } 







2) 



Review of Laboratory Report(s) and Bench Notes: 



Note: Numbered comments are required below or on 
additional pages Tor any "No" or "Unable to Determine" Responses 



Did (he examiner perform (he appropriate tests in a scientifically acceptable manner, based on the methods, 
protocols, and analytic techniques available at the tune of the original examuiatiou(s)7 

a Ves a No Unable to Determine 

Are the examination results set forth in (he laboratory reports) supported and adequately documented in the 
bench notes? a Yes ^ No □ Unable to Determine 



Review of Testimony: 



Note: Numbered comments are required below or on 
additional pages Tor any "No" or "Unable to Determine" Responses 



a Transcript not available. 

3) Testimony consistent with (he laboratory report(s)7 

4) Testimony consistent with the bench notes? 

5) Testimony within bounds of examiner's expertise? 



□ Yes JS No a Unable to Determine 
a Yes J(,No □ Unable to Determine 
^No a 



a Yes 



Unable to Determine 



Page_ 



Initials 



of J? 



Comments 
(Set forth by above question #, if applicable. 
Use "Additional Comments" Sheet, if needed) 

'fHtr /Z&sat>fs A&f *J<yf A0&3uftri&¥ D oca trig*) r&> t o r&r/vorss. 

Us<n> fly 'rt-*<r e*4Mf**&iL /& Dirs&*f6f frf^r M/hMcre&fsrje* of 
Th-tr tfAtfL Ak>& Pt&&£.s tAVfjof £f iiOTc^f^rtrp rms AtfAett/aA 

Review completed at: /2 ; ISP (Time) . S* I A I fDate) 
Total time spent conducting review (to nearest 1/4 hour): 

I hereby certify that I conducted (his review in an independent, unbiased manner and that the results of my review are 
fully documented on this report consisting of a total of S 




(Signature) Pate) 
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